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UNCLASSIFIED 

PAGE 01 BUENOS 08091 142107Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO XMB-04 EB-07 FPC-01 OES-06 FEA-01 
ARAE-00 /030W 

128740/71 

P R 142006Z DEC 76 
FM AMEMBASSY BUENOS AIRES 
TO SECSTATE WASHDC PRIORITY 8199 
INFO ERDA HQ WASHDC 
ERDA HQ GERMANTOWN 

UNCLAS BUENOS AIRES 8091 

E.O. 11652: NY A 
TAGS: ENRG, OTRA, AR 

SUBJECT: VISIT OF P. VICIEN, AUGA Y ENERGIA ELECTRICA 

REF: STATE 299631 

1 . ENG. VICIEN IS FIFTY-NINE YEARS OLD, MARRIED. HE IS 

A BUENOS AIRES UNIVERSITY GRADUATE IN CIVIL ENGINEERING AND 
HOLDS AN M.I.T. MS IN MECHANICAL ENGINEERING. HE IS FLUENT 
IN ENGLISH. FROM 1967 TO 1976 HE WAS DEPUTY DIRECTOR OF COMPANIA 
ITALO ARGENTINA DE ELECTRICIDAD S.S. (CIAE), ARGENTINA LARGEST 
PRIVATE POWER COMPANY. SINCE MARCH 1976 HE HAS BEEN ADMINISTRATOR 
OF AGUA Y ENERGIA ELECTRICA, ARGENTINA'S LARGEST ELECTRICAL 
POWER CORPORATION. 

2. VICIEN INTERESTED IN DISCUSSIONS AT ERDA ON ENERGY CONSERVATION, 
SOLAR ENERGY, AND ENERGY IN GENERAL. 
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Decaption Date: 01 JAN 1960 

Decaption Note: 
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Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BUENOS08091 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760460-0671 
From: BUENOS AIRES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1 9761 242/aaaabkdf. tel 

Line Count: 43 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Review Action: RELEASED, APPROVED 
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Review Comment: n/a 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: VISIT OF P. VICIEN, AUGA Y ENERGIA ELECTRICA 
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